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SUNDAY 19TH MAY 2013 





BRENTFORD YEOVIL TOWN 

21 Simon MOORE (GK) 1 Marek STECH (GK) 

4 Adam FORSHAW 2 Luke AYLING 

5 Tony CRAIG (capt.) 3 James McALLISTER (capt.) 
6 Harlee DEAN 5 Byron WEBSTER 

9 Clayton DONALDSON 8 Edward UPSON 

11 Marcello TROTTA 9 James HAYTER 

12 Tom ADEYEMI 14 Sam FOLEY 

14 Shaleum LOGAN 17 Patrick MADDEN 

19 Harry FORRESTER 18 Dan BURN 

20 Toumani DIAGOURAGA 20 Joe EDWARDS 

24 Jake BIDWELL 22 Kevin DAWSON 
Subs Subs 

16 Antoine GOUNET (GK) 12 Gareth STEWART (GK) 
2 Kevin O'CONNOR 4 Richard HINDS 

7 Sam SAUNDERS 10 Gavin WILLIAMS 

17 Bradley WRIGHT-PHILLIPS 13 Vitalijs MAKSIMENKO 
18 Lee HODSON 15 Lewis YOUNG 

8 Jonathan DOUGLAS 26 Matt DOLAN 

23 Paul HAYES 29 Angelo BALANTA 
MANAGER MANAGER 

UWE ROSLER GARY JOHNSON 

Referee: Andy D'Urso (Essex) 

Assistant Referees: Derek Eaton (Gloucestershire) 


Alan Young (Cambridgeshire) 
Fourth Official: Graham Scott (Oxfordshire) 


Reserve Assistant Referee: John Hopkins (Essex) 


www.football-league.co.uk 


twitter.com/npower_League1 #PlayOffFinal 


